ST.  JOSEPH  HOSPITAL 
2900  North  Lake  Shore  Drive 
Chicago,  Illinois 

The  beautiful  statue  of  St.  Joseph  the  Worker 
graces  the  entrance  and  facade  of  this  most  modern 
500  bed  general  hospital. 
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